Housing Plan Implementation Committee (HPIC) 
Wednesday March 29, 2017 
Arlington Town Hall, First Floor Conference Room 
7:00 PM to 8:30 PM. 


Facilitator: Laura Wiener, Director of Housing and Asst. Director of Planning and Community 
Development 

Objectives: To make an initial plan to begin implementation of the Housing Production Plan 


What 

Time 

Notes 

Welcome and introductions 

7:00-7:15 
(15 mins) 


Progress to date 

7:15-7:25 
(10 minutes) 


Review recommendations and 
implementation steps from the 
Housing Production Plan 

7:25-7:55 
(30 mins) 


Discuss how to move forward on 
prioritized items 

7:55-8:20 
(25 mins) 


Choose future meeting dates 

8:20-8:30 
(10 mins) 






